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Health Certificate duane baled 
Novel Coronavirus test 2019 Agil) Lig) oS Cp g pild dana aail 
This certificate has been granted to the person upon their personal cya ily: gl O99, EATI dé Pe sli Siili o SA gis ai a 
request to whom it may concern and MOH is not responsible for any ailal igal | 


consequences resulting from this 


Full Name | LIXIN = dal) aw 


Gender - Age male - 37 Jail- iall 


Registration No. 
Passport / ID No. PE1474704 ii ail idal jiga ač 
Date of report 14-nov-2021 Aa) Sana! ay 


Nationality 





A negative result does not mean not suffering from Covid 19 disease áa siil) Lain AUB) ge ol 19 2865 (2 ps Asia) ads (gin Y å Aladi aiit 
or its consequences, while a positive result means effective infection dated! Lig S Qui g lds iual 9 yall Aled!) Lay] cit Aus gall , 
with the disease and infection with the emerging SARS-Cov.19, adli g) auail aad a (ida jall te Jg inhi itali Jes) Gay 
medical examination and patient medical history must be correlated 


SWAB test (2019-nCoV) (2019-nCOV) 424 gaai 
gá pal laai ai WB ode} gaiid dane yl Sgi 
(Covid-19) 4h; ( real time-PCR ) 
ALANS anaal Aa ge g 


WE CERTIFY THAT A SWAB from THIS PERSON 
is tested for COVID-19 BY (real time-PCR) , 
Result interpretation is 


Negative Glas © 


NO 2019 Novel Coronavirus (2019-nCov) RNA was detected in the specimen „and the concentration 
was lower than the sensitivity of the kit 





scan the Qr code by mobile camera app to check report validity 398) gi Cees Sy be ye yp RN iaa Cpe GMa i pals (Gaudet ards 
Travel date changes is not out responsibility Aua pe LEN gree Cl drut) we ga (98 ALi} 
Director Authorization 


HUSSAIN HAFEDH ALOMRAN 


M.sc. Microbiologist & Immunity 





